From: 

English, Beth (DPH) 

Sent: 

Wednesday, July 14,2010 12:52 PM 

To: 

Hanchett, James (DPH) 

Cc: 

Dunn, Ceci (DPH) 

Subject: 

RE: 


Thank you! 


Beth English 

Deputy Program Manager - Operations 
Massachusetts Department of Public Health 
Division of Epidemiology and Immunization 
305 SouthlStreet 
Jamaica pjain, MA 02130 
(617)983-6826 

Email: Beth.English@state.maus 

Website: www.mass.gov/dph 

Blog: http://publichealth.blog.state.ma.us 


From: Hanchett, James (DPH) 

Sent: Wednesday, July 14,2010 12:50 PM 
To: 'marym@oit.umass.edu' 

Cc: English, Beth (DPH) 

Subject: 


Hi Mary, 

Could you please disconnect phone number 577-0506 it is not needed and move phone line 548-8810 from Morrill IN244 to Morrill IV North N224. 
Thank you, 


Jim Hanchett 
TUG REP 
Morrill IN224A 
545-2607 
545-2606 
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